
I- History ; 


The refinery was owned by the Romano- American Oil Company 
until it was nationalized pursuant to the Rumanian 
Industry Kationallzati on Act of 11 June 1948„ 

2„ Loc a tion and traffic connections; 

The x'efinery is east of Floesti., north of the Floesti- 
Fantazi-Ciocanl highway, about 700 meters from the Teleajen 
River* The mentioned Iloesfci-Fantazi highway serves as 
access road to the plant, A f actory-owned spur tracks 
connected with the Floestl-Valenil de Hunts railroad line 8 
and a loading platform are available 0 The plant area is 
about 350 x 350 meters* 


3 0 Buildings and te c hnical installations: 

(see Annex) 

n„ Gatehouse a brick building, about 5x4 meters,, 

b„ Administration building, about 6o meters from the entrance,, 
a one-story brick building, 50 x 12 x 12 meters. The adminis- 
tratis.'?. and technical offices and £he pay office are in this 
building,, 


Ct, Refinery building, about 100 meters from the entrance or 
rather the highway, an old brick building, 80 x 15 x 7 meters, 
refining unit for special cracking according to the Houdry (V) 
process operating at temperatures ranging from 1148 to 125 &°Fo 
The unit was supplied by the Soviets in the Fall of 1946* It 
was a second-hand unit but in good working order,, A cooling 
tower was erected at the northeast corner of the building.. 


d,. Second refinery building, 25 meters north of the 
layout and refining unit correspond to ti 


that described i 

miDErnw 


first i 
in para 0, 
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a., lamp house and boiler house 9 20 meters north of the 
building described in x ,ara d„ an old one-story brick 
build ing* 20 x 10 x 6 meters with two 50 -atmosphere 
Triplex piston pumps operating ijO cu.m per hour. Two 
outmoded Cornwall 11-atmosphere boilers are set up in the 
boiler room, 

f, Workshop and warehouse in the northern part of tie 
plant area., Mechanical workshop for current repair work, 

go I ressure-regulating station, concrete construe ted „ 
8x4x5 meters* with a strong iron door; the pressure 
regulators for the Dsicoi~0onstanta trunk pip® line are 
installed in here. 

h„ Eight 13.200-cu. mu tanks , on the eastern side of the 
refinery* about 70 meters from the refinery buildings. 

i„ Another 1*200 -cu.m., tank and two 3,000-cu.m tanks are 
on the northern side, 

j. Pipe line leading to the railroad loading platform, 

k. Loading platform, 

l. Baicol-Oonstanta trunk pipe line. 


4o r un 


Production : 


About 660 tons of crude oil per 24 hours ware processed in 
1948. The following yields were obtained by refining 
of crude oil: Yielded 60 percent of gasoline 
74) 15 percent of oil coke* l0_pcr cent 

oils a 8 percent of diesel oil fl 
the yields were shipped to the 


( octane .^number 
or misc llaneous 
7 percent of v/aste 0 All 
Soviet Union o 
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■ oran ent : 


\ The refinery was owned by the Atnorican standard Oil 
Company until it was expropriated. The plant was under 
temporary control of thA Doutsoh-Jimerikaniscue letroleua 
le sells chef t (German-^morican on Company), a German 
Standard Oil subsidiary company, from 1942 to 1944° 

b. The capacity of this refinery as indicated in para 4 
is too low. The capacity of toe refinery was about 1,3 
million m tons, the bracking capacity about 4^0,000 » 

ar vear in 1939, According to the .•■onlte ur, 194b, 10 

through 12, toe annual oa^a city was about 1,2 million m-ons 
the cracking capacity about 320*000 m tons per year in 194b. 


c„ Details on the Du 
Constanta trunk pipe 


iooi-Tloasti-Buzau-Faurl-Gernavoda- 
lino were reported before. 


1 Annex : , loe&tx-Texea jen Crude oil heiinery. 
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